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STAT 


DDA Professional Employees ~ Minorities and Women 25X14 
Women On Duty 


The FY-79 average grade projection for all DDA professionals is 12.17. 
Women average grade projected to be 10.53. The FY-77 achievement average 
grade all DDA professionals was 12.20, women professionals was 10.7. 
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